ST.  LOUIS  CATHEDRAL 
New  Orleans,  La. 

h  One  of  the  most  famous  churches  in 
North  America,  it  was  built  in  1794  by 
the  Spanish  Grandee,  Don  Andres  Aiamo- 
nester  Y  Roxas.  As  in  Old  World 
churches,  his  tomb  is  beneath  its  altar. 
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